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i. Location 


bei ig: en east ee paeheus Nek (43° 3g" 3/66° 14% », Gorki 0b- 
last, north of the road and: railroad line te. Gores. 
Be ‘Plant Tustallations | . 29X1 


Lo - 
According to Soviet statements, the constiuetion of the plant Start- 


ed in 1929, after the deep forest had beén- réoted out. Parts af 
this woeds still project into. the. plant areas The construetion 
was speedily continued durivyis th 


the definite state- 
Tor atv nine plan epartments were in operation during” the war. 


De The ‘plant has been considerably enlarged since 1948. For this 
purpese a land strips, about 270 meters wide, was added to the 
western. side of the area ana some buildings were constructed in 
tear section, These installetions are scheduled for operation in 
1956. 


e. The plant area covers about. _1,086x1, oso meters Including the 
enlargement. . 


d. power and steum was supplied by the power plant south #f the 
road © and the Paid Bon id line. A&A railroad connect ionis availsble. 


For plant layout see annex. 
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‘York Porce. 


yo details are available on the total work force (moré than 
SU percent women).. 


Production 


Plexiglass, liguid 


s to dissolve plexiglass, aceton 
dark colored i imilar rw: 


25X1 


However, from 
@ possession of smoking articles and matches 


act. tna 


' was strictly forbidden alty,[ 25X1 
All improvised alumi-~ 
pipe nes were corroded after a short period. All copper 


pipes were completely oxidized shortly after their installg- 
tions . 


| |comment : 


&e the plant locatio 
records,t+ 


bi [reportea on the new western part of 
the plant only. The enlargements of. the plant to the west are 


contirmed herewith. The diagrammatic sketches of both reports 
generally agree as to several plant departments and plant build- 
ings in the western part. The factual plant layout can only be 
determined by additional reports. 


Cc. The detailed deta or tt “construction 25X14 
of. the plant building 25X14 


“ad. The production of plexiglass was confirmed by newspaper in- 
formation (Pravda) in the sumuer of 1949. 

plexiglass was produced only in the old plant sec~= 
tion. specialists misht be able to evaluate para 4, and determine 
more detaigs on the plant production from the data. 


1 Annexs Rulon Chemical Plant in Dzerzhinsk=-Igumnovo. 


ILLEGIB 


Approved For Release 2006/03/03 : CIA-RDP82-00457R010600350008-2 


ILLEGIB 


Shon, hers es. 


Weneoe or rour-story building. The camp is in the old 
plant section but is surrounded by a board fence. 


2 exit for Pws, protected by two high board walls. On the 
' daily wey to the construction sites the Pys left the camp 
this way, had to Walk around the plant and entered it 
from +he west. 


3 ¢ pYant building, 54x36x30 meters, five or six stories, 
iron structure with brick lining and flat concrete roof 


Oe gix-story section of the building with many small 
rooms, purpose unknown 


De Cpen section of the building, separated by eee 
wall. Four or five galleries lead around the building 
tank containers reaching through several stories could 
be seen trom the cutside. 


ec. «oom in the center of the building with foundations, 
1.8 meters in diamber, for several large tank containers 
reaching up to the roof, Ditches tor pipe lines were 

dug around the building in different directions. Upera- 
tion ot the building was scheduled ror 1949. Designation 
tPlant depurtment Wo 101". 


4 elant department So 105, size and type of construction 
same as department No 101, except ror the height. No 105 
is lower, a new building 


5 Plant department No 104, same size as department No 106. 
Mo deteils are availsble on the installation. Construction 
started in 1948. 


6 Two-story brick building, 36x135.5 mters with flat con- 
erete rool 


a Transformer station with four to six transformers 

b gix compressors and six cooling installations, con- 
structed in 1948, completely installed, not in opera~ 
tion 


7 Plant department No 111, long narrow building, details 
are not known. Operated during the war. 


© 


Building, purpose unknown 


g Two storage sheds, stone structure, 54 geters long with 
flat saddle roof. Storage of electrical equipment, 
boiler equipment, 1 iler villings, and cement. 


1o Department No 112 ers, three stories with 
flat concrete roo tered. On the roof, silvery 
peinted smoke-stack with braces at all sides. The bpuild- 
ing had several lightning rods on the roof and at its 
four corners. The braced smokestack and the lightning 
roda gave the bu@lding the appearance of 4 ship. The Light- 
ning rods st the corners were on 36 meters high lattice 
structures. a WORKS2OD was illuminated from the outside. 
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Department No 118, 30x10.5x7.5 meters, with flat con~ 


crete roof. ‘Yith 

to which white an 

constantly carri 

of the building, 

7-5 meters high. 
It was. s ivided into 1.8=meter sections; 

Sach second chamber was provided with sinuous copper 

Pp jameter. The boiler was insulated 

Ww ept constantly under steam, Light~ 

n tyoe of construction as of department 

NO 112, were at the two corners of the building on the 

road. The building was directly commected with depart= 

ment No 115 by pipes. 


rst aig atation and a Laboratory 
pcuids in glass cylinders were 
cr was on the southern side 


: 25X1 


Department io 114, twoestory stone building, 45x1#.8 

meters with flat conerete roof and two Small annexes, 

6,4 meters high, on the southern side of the building. 

Iwo wooden towers, 2.7 meters high, stood on the roof, 
white-yellow steam which caused coughing, came from 

these towers. The grass around the building was burned 
black. any narrow high boilers were standing in the 
workshop. The welis were tiled. The laborers worked in pro 
tective clothing:i‘and sometimes with gas masks. 


a Pump, station on’the front side of the building, several 
£00 ltr barrels containing tarlike liquid were piled 
here. 


b #illing station of zag cylinders. Laborers wore. gas 
masks. 


Department No 115, 30x10.5 meter§ three and partially four- 
story building 


a sour=story part oi the building with .three lead=lLined 
boilers 5.4 meters high ana 1.5 meters in diameter 


b. Three=story part of the buildings: with Smaller boilers in 
the different flats and « Small laboratory — 


The workshop was connected with the power plant by s steam 
Diode, and twas illuminated rom the outside. The laborers wore 
protective clothingy. Departments No 111 through 115 operated 
during the.war, ‘THe leborers, mostly women, had special 
identification badges. w#ome of the teported plant depsrt~ 
ments were interconnected by pipe lines, 90 om underground 

and especially insulated, 


Transformer station 


“forkshop for the processing of plexiglass, same size ag 

No 1, part at three stories, part bi two stories. Produc« 
tion of penholders, fruit bows, cigarette boxes, buttons etc. 
from plexiglass, produced by department wo 7, 
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“ 46 alain entrance with arched building 


19 Foundations for a settling plant, dug into the ground, 
90 om deep, 96 cm in diameter, walls of 30.cm thick 

reinforced concerete. pitches for pipe lines were dug 

in the direction @® the power plant and to building 

No 18, i ‘Sere 2.7 mebers deep and 4.5 meters 

wide ® 


- 25X1 
18 Twoestory building, connected with department No 115 
py pipe lines. The puilding was provided, with pailroad 
connection. Daily filling of a tank car. — 


18 Department No 7, stone structure, 72x10.8 meters, two 
stories, production of plexiglass 


20 Buildings, located along the road, same type of con-. 
struction and. size as departments No lil through 115. 


25X1 the exact number and character- 


istics of the bu r 


21 Devartnent No 3, most strictly guarded pbuilding of the 
plant, surreunded by three fences, with guard towers at 
sach corner. size of the workshop 90x10.8 meters, two 
stories, flat conerete roof. 


£2 air raid@shelter, 7 .29x%5.4 meters, with 1.5-meter thick 
walls an@ 6.6-meter thick Perro-concrete ceiling, covered 
with a 4,5«meter layer of earth 


23 Bombs piled in the open 


24  geveral buildings, same as departments No 111 through 116. 


Be the buildings formed one block. ee 


25 . Locomotive barn 


26 Two buildings, called department No 118, bare structure 
completed, 10.8x5.4 meters, two stories, planned pump ing 
station with two large entrances, for the railroad cars 
to be filled on both narrow sides of the building 


27 Tanks under construction, standing in line, so far eight 

tenks completed, 7.5 meters high and 7.5 meters in diame~ 
ter, almost 8.5 cm thick. The steel plates were bent and 
welded here. The boilers were 45 meters apart. Pipe lines 
had not been laid. 


28 warthen hill, 180 meters long and 1.8 meters high, with 
four tanks dug into the ground, size above surface 4.5 meters 
high and 4.5 meters in diameter. A sprinkler installation 
on top of the tanks was in operation during the summer. 
around the hill six lightning rods on watch towers, and 
special guards. 


29 ‘One«story stone shed, storage of plexiglass, und plexiglass 
dissolving Liquids. 
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Building at the end of the main road with bushes 
grouped around it. Soviets stated that hand grenades 
were filled here during the war. 

vest gate and railroad connection 

completed railroad connection 

allroad connection under construction 


Plant roads. 
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